CLUB BENSON & HEDGES TALLY 


Market 

Tampa. FT 1 
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2/3/95 

Florida State Fair 

348 

306 

533 

12 


2/4/95 

Florida State Fair 

561 

503 

819 

28 

Closed at 7:00 pm due to cold wealber/rain. 

2/5/95 

Florida State Fair 

1,047 

1,002 

1,910 

39 


2/6/95 

Florida State Fair 

Closed 

Closed 


Closed 

Children's dav at the Fair: Closed 

2/7/95 

Florida State Fair 

392 

276 

337 

16 

Rain/Cold in evening caused low turnout. 

2/8/95 

Florida State Fair 

282 

248 

305 

19 

Closed at 6:30 pm due to inclement weather. 

2/9/95 

Florida State Fair 

362 

331 

384 

12 


2/10/95 

Florida State Fair 

875 

674 

880 

88 


2/11/95 

Florida State Fair 

1,300 

1,008 

1,251 

66 


2/12/95 

Florida State Fair 

1,100 

902 


42 


2/13/95 

Florida State Fair 

425 

367 

404 

29 

Closer! at 7 00 pm due to rain 

2/14/95 

Florida State Fair 

340 

303 

322 

22 

Closed at 8:00 pm due lo rain 

2/15/95 

Florida State Fair 

625 

588 

612 

23 


2/16/95 

Florida State Fair 

345 

311 

344 

21 


2/17/95 

Florida State Fair 

375 

338 

363 

11 


2/18/95 

Florida State Fair 

650 

611 

673 

14 


2/19/95 

Florida State Fair 

725 

683 

721 

17 


2/20/95 






No Event Scheduled 

2/21/95 






No Event Scheduled 
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Revised: February 28, 1995 


Source: https://www.industrydocuments.ucsf.edu/docs/sqcn0004 











































































































CLUB BENSON & HEDGES TALLY 



Totals to date 
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